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MEMORANDUM FOR: Director of Communications 


SUBJECT 1 Regulatory lssuances 


significant policy issues may be reeolved aod the policy agreed upon by the 
Committee can be incorporated into the regulstious before they are ceerdinated. 


- 2, In response to other recommendations, the following procedures will be 
implemented. The initiator of any regulatory issuanee will heacefexth submit 
it directly to my office as soon as it has been drafted to his satisfaction with- 
out attempting te get agreement from other interested offices or Directorates. 
in making the submission the need fer the issuance should be explained aad 
justified, any new pelicy or propesed change to exdsting policy should be 
highlighted, aad any issue which the initiator may expect te be coutroversial 
should be ideatified. Proposals will be reviewed tn my office for a determination 
of need for the issuance and evaluation of the policy implications, If there are 


coordination precessing. The initiater will be represented at the Committee 
mesting when his prepesal.is being discussed. Aher the Cemmittes has agreed 
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upon the policy which should be adopted by the Agawcy, the proposed issuance 
will be revised to incorporate the policy guidance offered by the Committee's 
conclusions. The proposal will then be coordiaated with other interested 

Support Offices and circulated for the uoxiaal coeccination processing. l'roposed 
issuances where there are no apparent ox potentiz] policy probleme will bc 
coordinated as soon as possible after they are received. Realistic deadlines 

fex completion of the coordination process will be established. If eny of the 
coordinators axe unable to comply with the deadline, they may submit requests 
for exception to me through the Comm ittee member concerned. 


3. Basentially, the Inspector Gererai’s survey considers that the Ayency 
Regulatory System is a good one. The pxtocipal criticism levied against it 
relates to the time required to prepare, coordinate, and publish proposais. 

It is expected that the effective use of the Committee aud processing procedure 
described above will serve to expedite precessing appreciably through the more 
dixect approach of highlighting and resolving policy issues before they ar3 
injected inte the regulatary process. in most cases it is anticipated that the 
original submission of regulatory issuances will euffice and the need to rsturn 
preposais for further review and refinemeat will be minimal. 
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